25A6,25A6-GT/G 
POWER AMPLIFIER PENTODE 



Heater" 
Voltage 
Current 


Coated Uni potential Cathode 


a-c or d-c volts 
amp. 



25A6 

25A6-GT/Q 

Direct Interelectrode Cap. 

A 


Grid to Plate 

0.2 

— 

Input 

8.5 

- 

Output 

12.5 

- 

Maximum Overal1 Length 

3-1/4 M 

3-5/16" 

Maximum Seated Height 

2-11/16" 

2-3/4" 

Maximum Diameter 

1-5/16" 

1-5/16" 

Bulb Metal 

Shell, MT-8 

T-9 

Base < 

fSmall Wafer 

Jlntermed. Sh. 

[Octal 7-Pin 

1 Octal 7-Pin 

Basing Designation 

7S 

G-7S 


Pln 1 {25A6-GT/Gi No Con. 
Pin 2-Heater G 

Pin Plate @ 

Pin 4 - Screen ^ 

Mounting Position 


Pin 5 - Grid 
Pin 7 -Heater 
Pin 8 - Cathode, 
Grid #3 


* -- BOTTOM VIEW 

Maximum Ratings Are Design-Center Values 

AMPLIFIER 

Plate Voltage 160 max. volts 

Screen Vol.tage 135 max. volts 

Plate Dissipation 5-3 max. watts 

Screen Dissipation 1.9 max. watts 

Typical Operation and Characteristics - Class 4 Amplifier: 
Plate Voltage 95 135 160 volts 

Screen Voltage 95 135 120 volts 

Grid Voltage * -15 -20 “18 volts 

Peak A-F Grid Voltage 15 20 18 volts 

Zero-Sig. Plate Current 20 37 33 ma. 

Max.-Sig. Plate Current 22 39 36 ma. 

Zero-Sig. Screen Current 4 8 6.5 ma. 

Max.-Sig. Screen Current 8 14 12 ma. 

Plate Resistance 45000 35000 42000 ohms 

Transconductance 2000 2450 2375 pmhos 

Load Resistance 4500 4000 5000 ohms 

Total Harmonic Distortion 11 9 10 % 

Max.-Sig. Power Output 0.9 2 2.2 watts 

" ?i?TTT Ca E h0 ? e b i as ? h0 v ld not exceed 90 volts d.c. as measured between 
.negative heater terminal and cathode. 

* ?! h 5h el1 connected to cathode. Values are approximate. 

wUh d 7*th!Ui! S K?!! Ce grid Circuit Should not exceed 0.5 megohm 

with cathode bias. With fixed bias, the d-c resistance may be as high 

mfnShm condition, but should be limited to 0.1 

megohm for the 135-volt and 160-volt conditions. 

Curves under Type 4 3 also apply to the 25A6 and 25A6-GTIG. 


•^Indicates a change. 
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